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hain fp November 10th. 1886 


Hon. Daniel M.Fox 
Supt.U.S.Mint,Philada. 

Dear Sir: 

We herewith send you specifications for new engines 
boilers ete. for thé Mint,together with blue prints of drawings Nos. 
14718 and I474I therein referred to. 

We have guarded the specifieations with sundry provisos, 
whieh are all that are necessary for the proper completion of the work 
if it was to be done for an individual;if any of the provisos are not 
in aceordaneé with,or if any are omitted which are required by the 
laws of the United States,or if any items do not meet your approval, 
you will ¥vinty advise us,when we will have the eorrections made. 

Very Respectfully, 
we 3 
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Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa. 

November 10, 1886 


Hon. Daniel M. Fox, 
Supt. U.S. Mint, Philada. 


Dear Sir: 


We herewith send you specifications for new engines boilers etc. for the Mint, together 
with blue prints of drawings Nos. 14718 and 14741, therein referred to. 


We have guarded the specifications with sundry provisos, which are all that are necessary 
for the proper completion of the work if it was to be done for an individual; if any of the provisos 
are not in accordance with, or if any are omitted which are required by the laws of the United 
States, or if any items do not meet your approval, you will kindly advise us, when we will have 
the corrections made. 


Very Respectfully, 
Wilson Bro. & Co. 
P. Darrach 


